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Mint of the United States at Philadelphia, 
Melting and Refining Department, 
Philadelphia, 

November 15, 1880 


Sir, 


I herewith present my Reports on Bullion-melting for the month of October 1880, 
showing the usual ratios of losses, independent of General Grains, Assay Slips, and Sweep. 


Very Respectfully, 
Jas. C. Booth 
M&R 


Hon. A. Loudon Snowden, 
Superintendent. 


